56       DOCKETED ITEMS

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris.lL to discuss PASS
at six Cornm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station,

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106140096 Forwards safety evaluation accepting second 10-yr interval of inservice
testing program for pumps & valves relief requests.submitted w/891107 & 901001
Irrespectively. Technical Rept EGG-NTA-9462 encl also.

BARRETT.RJ. Project Directorate III-2. 91/06/04. KOVACH.TJ. Commonwealth
Edison Co. 3pp, 58113:001-58113:100.

-9106140102 Safety evaluation accepting second 10-yr interval of inservice testing pro-
gram for pumps & valves relief requests.submitted w/891107 & 901001
Irrespectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 11pp.
58113:004-58113:014.

-9106140104 "Technical Evaluation Rept Pump & Valve Inservice Testing Program
Zion Station,Units 1 & 2."

STOCKTON.N.B., HEMMING.W.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.)-
STOCKTON.N.B. Idaho National Engineering Laboratory, FIN A-6812. EGG-NTA-9462.
91/04/30. NRC - No Detailed Affiliation Given. 87pp. 58113:015-58113:100.

9106190330 Forwards SE accepting topical rept WCAP-12639, "Pressurizer Surge Line
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary
Rept."

HSIA.A.H. Project Directorate HI-2. 91/06/06. KOVACH.T.J. Commonwealth Edison
Co. 4pp. 58159:115-58159:126.

-9106190351 SE of WOG rept WCAP-12639, "Pressurizer Surge Line Thermal Stratifi-
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept-
ed.

*  Project Directorate IH-2. 91/06/06. 8pp. 58159:119-58159:126.

9106250090 Discusses 910604-05 NRC senior managers meeting re performance of nu-
clear power plants licensed by NRC.PIant categorized at meeting as continuing to re-
quire close monitoring.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18.
O'CONNOR,J.J. Commonwealth Edison Co. 3pp. 58205:326-58205:328.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106180155 Forwards radiological analyses of NRC simulated waste sample to address
open items in Insp Repts 50-295/90-27 & 50-304/90-27 on 901022-26.
JOYCE.T.P.  Commonwealth   Edison  Co.  91/05/28.   DAVIS.A.B.  Region   3   (Post
820201). 4pp. 58175:266-58175:269.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106190107 Forwards reactive safeguards insp repts 50-295/91-05 & 50-304/91-05 on
910325-0417.Violations noted.

GREGER.LR. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison
Co. 2pp. 58142:241-58142:243.

-9106190119 Partially withheld reactive physical security insp repts 50-295/91-05 & 50-
304/91-05 on 910325-0417.Violations noted. Major areas rnspected:security re as-
pects of 910321 event. Details withheld (ref 10CFR73.21(c)(2)).

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. 1p. 58142:243-
58142:243.

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line
thermal stratification fully addressed.based on submittal of detailed plant-specific anal-
ysis covering removal of listed vertical supports.

HSIA.A.H. Project Directorate HI-2. 91/06/07. KOVACH.TJ. Commonwealth Edison
Co. 4pp. 58202:182-58202:185.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106130306 Requests assistance in resolving NUREG-0737,ltem III.D.3.4 re mechanical
lock longitudinal internal duct seams sealed w/tape & overlay of seafant discovered
during insp in Mar 1985.

GREENMAN.EG. Region 3 (Post 820201), 91/06/11. ZWOLINSKI.J.A. Assistant Di-
rector for Region III Reactors (Post 901216). 3pp. 58112:107-58112:109,

9106240017 Forwards insp repts 50-295/90-35 & 50-304/90-35 on 901218- 910222 &
910325-0528.NO violation noted.

GREENMAN.EG. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth
Edison Co. 2pp. 58185:119-58185:132.

-9106240019 Insp repts 50-295/90-35 & 50-304/90-35 on 901218-910222 & 910325-
0528.No violation noted.Major areas insp:licensee action on previous insp findings.mgt
action plan program, engineering review & walkdown of containment spray sys.
FARBER.MJ. Regions (Post 820201). 91/06/14. 12pp. 58185:121-58185:132.

9106250195 Forwards safety insp 50-295/91 -10 & 50-304/91 -1O.No violations noted.
SHAFER,W.D. Region 3 (Post 820201). 91/06/18. REED.C. Commonwealth Edison
Co. 2pp. 58220:290-58220:317.

-9106250196 Insp repts 50-295/91-10 & 50-304/91-10 on 910409-0530.No violations
noted.Major areas inspected:operations, operational safety verification & ESF sys
walkdown, surveillance observation & maint.
FARBER.M.J. Region 3 (Post 820201). 91/06/18. 27pp. 58220:292-58220:317.

R. Periodic operating reports & related correspondence

9106190062 Monthly operating rept for May 1991 for Zion Generating Station.W/910610
Itr.

HERRON.R., JOYCE.T.P. Commonwealth Edison Co. 91/05/31.  12pp. 58195:307-
58195:318.

S. Reportable occurrences, LERs & related correspondence

9106030278 Special Rept DVR 022-01-91-052:on 910429.PORV 1RC-456 opened & re-
seated itself.Caused by pressure difference between instrument loops.which was
caused by only two RCPs running. RCS sys pressure reduced.
JOYCE.T.P. Commonwealth Edison Co. 91/05/29. Document Control Branch (Docu-
ment Control Desk). 4pp. 57914:354-57914:357.

9106120197 Special repton 910506.on-site review of OA motor driven fire driven fire
pumps inoperable for greater than seven days.

JOYCE.T.P., MEEHAN.J.D. Commonwealth Edison Co. 91/06/03. Document Control
Branch (Document Control Desk). 3pp. 58125:235-58125:237.

9106130325 LER 91-009-01 :on 910509,miscellaneous vents noble gas radiation monitor
declared out of svc.Caused by miscommunication & lack of strict adherence to proce-
dure. Correct paperwork assembled.W/910610 Itr.

KASSNER,G., JOYCE.T.P. Commonwealth Edison Co. 91/06/10. 4pp. 58162:054-
58162:058.

9106130331 LER 91-008-00:on 910510.AC instrument inverter 112 failed causing hi-
steam flow bistables to trip.Cause not pinpointed.Weakened components within invert-
er identified & repaired or replaced.W/910610 Itr.

DICKERSON.K., JOYCE.T.P. Commonwealth Edison Co. 91/06/10. 7pp. 58162:059-
58162:064.

9106210024 LER 91-007-00:test results received from testing contractor in May indicat-
ed   that   in-leakage   rates   into   control   room   envelope   higher   than   docketed
analysis.Caused by using incorrect assumed values.Analyses revised.W/910617 Itr.
DUBOIS.L,   JOYCE.T.P.   Commonwealth   Edison  Co.  91/06/17.   6pp.  58226:001-
58226:006.
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F. Security, medical, emergency & fire protection plans

9106110018 Forwards FEMA rept for offsite portion of "Browns Ferry Nuclear Power
Plant Exercise of 891101-02."

WILSON.B.A. Region 2 (Post 820201). 91/05/17. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57995:081-57995:155.

9106070216 Rev 9 to EPIP BFN-EPIP-1. "Emergency Plan Classification Logic." W/
910530 Itr.
CARIER.P.P. Tennessee Valley Authority. 91/05/30. 24pp. 58049:045-58049:068.

9106140184 Forwards Rev 17 to physical security/contingency plan to reflect testing of
CCTV sys.util planned commitment for CCTV assesment & use of roving patrols as
compensatory measures. Rev withheld (ref 10CFR73.21).

WALLACE.E.G. Tennessee Valley Authority. 91/06/07.  Document Control Branch
(Document Control Desk). 3pp. 58126:316-58126:318.

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on
910429-0510 & notice of violation.

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 58223:035-58223:053.

-9106270078   Insp   repts  50-259/91-17,50-260/91-17  &   50-296/91-17  on  910429-
0510-Violations    noted.Major   areas    inspected:review    of    operational    interface
control.personnel access control, design & mods.secondary containment & fire protec-
tion.
PATTERSON,C.A. Region 2 (Post 820201). 91/06/10. 12pp. 58223:042-58223:053.

9106140157 Forwards comments re review of plant operator instructions development
guidelines.Notification of staff of encl comments not incorporated by 911231 request-
ed.

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 10pp. 58143:304-58143:313.

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.including Rev 9 to
CECC-EPIP-2 & CECC-EPIP-3.Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC-
EPIP-8.
WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305.

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91-
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.EncI withheld
(ref 10CFR73.21).

MEDFORD.M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch
(Document Control Desk). 2pp. 58234:309-58234:310.

J. Insurance & indemnity information

9106050205 Forwards listing of status of onsite property damage insurance in effect at
facilities.

WALLACE.E.G. Tennessee Valley Authority. 91/05/30.  Document Control  Branch
(Document Control Desk). 3pp. 58008:145-58008:147. Emergency Dose Calculation Manual."
